Erythromycin ophthalmic ointment 


Erythromycin Ophthalmic ointment is available in the form of an 
ointment to apply to the eyes. 
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Erythromycin ophthalmic ointment 


prescribed 


Erythromycin ophthalmic ointment is used for the treatment of certain 
eye infections such as conjunctivitis and used for newborn babies to 
prevent bacterial infections of the eye. Erythromycin ophthalmic 
ointment is under the class of medications or drugs called macrolide 
antibiotics. It stops the growth of bacteria by killing them because that 
causes infections and it doesn’t work or other types of eye infections. 
This product is only used for the treatment of bacterial eye infections. If 
you use this medication unnecessarily then it can lead to its decreased 
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Erythromycin Ophthalmic medicine 


be used 


During your treatment with this medication, your symptoms 
should be expected to improve, if your symptoms do not 
improve after using this medication and getting worse or 
during your treatment with erythromycin ophthalmic 
ointment then talk to your doctor or pharmacist. Read all 
the instructions very carefully that are provided by your 
health care professionals. 
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Special dietary plans should I take 


Follow your dietary recommendations and exercise plan 
made by your health care professional. if your healthcare 
professionals didn’t give you any instructions, you can 
continue your normal diet. 
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Side effects of erythromycin ophthalmic 


If you are using this product for a long time or repeated periods 
then other types of eye infections, including fungal infections can 
occur in your infected eye. If you have noticed any new symptoms 
or worsening eye symptoms such as pain, swelling, thick 
discharge, or pus then contact your healthcare professionals. 
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